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	Broken Heart

Broken Heart  
><br>  
> Inside I tell myself it's wrong<br> I lie to myself  
> Say it's right<br>  
> Love brought us together<br> Love tore us apart  
> We might not make it this time<br>  
> Two hearts were joined to each other<br> Two hearts felt the same emotions  
> Two hearts fell into the same place<br>  
> We've made it this far<br> We can make it farther  
> We live for one another<br>  
> Tell me why<br> Tell me who  
> Tell me all your secrects<br>  
> Spike's there for me <br> I'm there for him  
> Or we were<br>  
> He left me one sad day<br> It rained all day  
> He said Good-Bye<br>  
> I cried all day<br> I cried all night  
> I cried myself to sleep<br>  
> I cried myself to death<br>  
><br> The End  
><br> This one really needs to be reviewed. Plllllleeeeaaaaassssseeee  
>review it. Pleeeeaaaasssssssseeeeee?! <p><p>
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